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Energisation of Newly erected overhead equipment on the proposed UP bypass lines in Salem Division of 
Southern Railway 


"PUBLIC NOTIFICATION" 
(No. E.320/X/CRS vol. 20//01) 


Proforma 10.01 
No. SRO C-17/2023. 


Notice is hereby given to all users of Railway lines and premises situated on the completed section ௦7 
the under noted sections of Southern Railway that the 25000 Volts, 50 Hz, ac overhead traction wires will be 
energised on or after the date specified against the section. On and from the same date the overhead traction 
lines shall be treated as “LIVE” at all times and no unauthorised person shall approach or work in the proximity 
of the said overhead lines. 


Newly erected Overhead equipment on the proposed UP 31.05.2023 
bypass lines between Karuppur (KPPR) and Magnesite 


junction (MGSJ) stations from location 328/15A (chainage 
328/459.00) to location 1/5 (chainage 1/121.50) in 
connection with the doubling of tracks between Salem 
and Metturdam in Salem division of Southern Railway. 


Egmore, 
Chennai-600 008, S.A. KUMAR, 
31st August 2023. Chief Electrical Engineer, 


Southern Railway, Construction. 
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